25X1 


Declassified in Part - Sanitized Copy Approved for Release rr a : CIA-RDP92B01090R002500010017-2 


Leas Sinat fe dae 


l 25X1 
| Copy [3 of 20 


ARC «M59 


AD HOC REQUIREMENTS COMMITTEE ON PROJECT AQUATONE (ARC) 


Minutes of Meeting Held in Reem 214 
Administration Building, Central Intelligence Agency 
at 19:96 a,m:,, 3 October 1957 


PRESEN T 


| James G, Reber ey 
Chairman 


| Colonel William A, Dedds, OACSI 25x11 
| Colonel Erwin F, Forsythe, OACSI 
Majer Ceerge Van Lacthem, OACSI 
Mr, Ray E, Adcock, OACSI 

| Commander Julius 4. Larsen, ONI 
Major Denald Conroy, ORI 

Mr. Edward C, Neilaen, ONI 

| Celonel Janes H, Macia, Iy,, AFCIN 
Mx, Paul J, Neleon, AFCIN 


os 


1. The Ad Hoc Requirements Committee agreed to undertake bumediately 
a review of highest priority targets with two objects in mind: first, to present 
the strongest possible case for justification of missions at the carlisst opportunity; 
and, second, to conclude the review with an updated selid new total of targets. 
Drait papere will be distributed directly to the ARC members by the indicated 
originator by 18 October 1957 to permit time for stady prior to the meeting of 
the Ad Hoc Requirements Committee on 24 October 1957 {time and place to be 
confirmed}: 


a, Guided missiles «. Army and Navy (Colonel Dodds responsibie), 


b, Long range air strike force «~ Air Force (Colonel Macia responsible). 


c, Nuclear energy «= CLA O81, responsible), 25X1 
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Photegrap®: ic Coverage of 


coo pererins seneanaesriaeacicnsstenetnAe a bc aAPa TISAI TI NT FS 


vy presented a © urging photographic coverage of 
SEVERDMONEE and MOLOTOVEK, The Chairman invited Navy oo ves 
and others as they might desire to meet with him at 2:36 of the same mild 
prepare a justification, & draft of which would he submitted to the Commi 
not tater than Monday next, 


reference, The Chairman indicated that the current issuance would stand as 


Security 
5, The Chairman reported thet he had received data from —— ipa 
ncies participating in TALENT, a ‘SB 25X1 
sree the Lona of people exposed te the reports which reveal flight = 25x1 


ack if t . vious impression that the 
track, He indicated that this data confirmed his pre 

participants were reaily restricting the dissemination of such pemomnen ps : 
these who require it in their business, He reported that he had eae ~ —— 
release of OSI preliminary reports and NTPC preliminary reports whic 


1 rc} . Bisseli*s view that these 
earlier been eked, He said he had confirmed Mr, 
being essential if the apcoming 
aleo be released this z . i, 
| 25X1 


JAMES G, REBER 
Chairman 
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